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1, Brandis Airfield (31 December 1950 and 19 January 1951) 


station vias observed at Brandis Airfield on ^1 December 
1950 in thejffiaediat^olnity of the field's undorRrouJii water pimping 

radio trixcics seenng^ 

do ianai equipaanu T.~aa observed on or neai^ tiis air-rielcT, \ \ 50X1 -HUM 

b, to 19 January 1951 two trucks vrcre observed near the fired statioP-. The 
location of the Ru8s-2 on the Kohlenborp oss unnhangGdt 
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2» Staaken Airfield (1 January 1931) 

a, Tro Adcock direction~fire|ing^st^lons, previouslv obsor^rod +>.p r-5oi,^ , 
are still m position, | I 

3, Schoenwalde Airfield (1 January 1951) 

observed,^ is still in position on the wst 
siae of Boetaow^Gchoenwalde road, opposite t!ie cntence to the air- 50X1 -HUM 
^eld. The nasts of the Adcock direction-finding station ha’^ K^cently 
recn replaced. For some tliie, only the hut was observed, vdth no masts 
in place 

it, ’.Vittstock Airfield (lir-27 January 195l) ^ 

a, A Dumbo radar sot, previously reported, renoins in nosition and is in 
operation oally, ^ae^arrey moves at a coiuitont speed in an arc of iCo 

't are seem in the air« 


- V - ^ UUiJU 

togreeo. On occasions it moves ivhen no aircrafv. ou.ai m 

^ centImieterB in diojiKtc-r. 

^ buildlriin of the "Flugleitung" to the 
^diich stands about 20 meters frm the installation. Frcm 
tore it r^ on the gro’ond to to foot of the roast, TJitids u-^wirds on to 
outside and terminates at the top of to mast in a rectrmgular metal box 
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^ center of the army (at^roxinctely h$ cm^ hif:h anl 2? ci:u ivide)o 
xha poles carxying tlic cable to the control Imt also caxm a 'pslv of 
telepliGi¥i rims., on insulators., Trom the “Flu^rleitung” baildincs to the 
control huto 

bo Thoroalo aorial on Uxb roof o:;" the woii:shop is a two«^nast i 3 astaL- 

lation aiiii not a rod— aerl^al as ni’eviously reported* 

^ ^ 50X1 -HUM 

c„ A secorxd :nobilc radio tmclu \rith aerial, i n orjorational -D osition, is 

stationed with the one nrevlauslv rc portc:d | ^ at the eastern 

comer of No* 1 hanejar* | \ 

Grossenhaln Airfield (20 Januar^O 50X1 -HUM 

Tlio Dumbo radar set^ previously observed I \. ±b still i.u position on the 

iiorth bounoai^f of the alrfiolde It has not been s( 3 on in action « 


].)eseau Airfield (26 January 1S51) 
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au A mobile radar votiiclc, carnr liiR a cuoola tA^ne assembly \ 7 as 

observed iX'Ct of position ' 


Lohmo (Isle of lucnoii) (2 February ] 
a 
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.jour steel tovi^rs^^each .'TOu t ^0 meters h3,glii have l>ccn constinxeted 

at the raxlio station at Loliao I I They have lx)en orccted on. larfie 
square^ minforced concrete roimdation blocks ejid are placed in a square 
about 1.00 meters apart® Constj’uction enitlnoors and tocludcal pf^rsonnel 
are uOiiatiu iao lnGtel.latx on xs not coiiLolct e and its oroposed ufie 
cannot as yet be dotcr:iim-d.J ^ " I 
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